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THIS GENERIC I/O USED ON PRODUCTS WITH A NEED FOR EXTERNAL SIDE CHAIN 



DRAWN: 

DATED: 

2/5/97 

RELEASED: 

DATED: 


SYMETRIX INC. 

14926 35th Avenue West 
Lynnwood, WA 98037-2303 USA 

GENERIC I/O - WITH SIDE CHAIN 


DRAWING NO: 


GIO-3BOO 


SHEET: 1 OF 1 












